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£7 W Elastic work done, lb-in. (N-mm) 

x Arbitrary distance to point of interest, in. (mm) 

W, W x , W 2 ,W 3 Concentrated loads, lb (N) 
y General symbol for deflection, in. (mm) 

Y b Deflection due to bending, in. (mm) 

Y s Deflection due to shear, in. (mm) 

r Shear stress, psi (N/mm 2 ) 



